
3 August 1953 


Memorandum for: The Director 

Subject: Foreign Operations Administration 


la view of the coming into effect of Reorganisation 
Plan No, 7 (see Memorandum for the Director, dated 9 
June 1953, Subject: Presidential Reorganisation Plans on 
the Conduct of Foreign Affairs), establishing a Foreign 
Operation® Administration, this is to inform you that 
Harold E. otassen has been confirmed by the Senate as 
Director of the Foreign Operations Administration, 

William M. Rand has been confirmed to be Deputy Director, 
and Walter S. DeLany has been confirmed to be Deputy 
Administrator of the Mutual Defense Assistance Control 
Act. 


Walter L. Pforaheimer 
Legislative Counsel 
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